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Registered Voters 32436 - Cards Cast 18028 55.58% 

SEN in CONGRESS 

DEM 



Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

16845/14751 

114.2 % 

Total Votes 

16810 


EDWARD J MARKET 

12885 

76.65% 

JOSEPH P KENNEDY,III 

3909 

23.25% 

Write-in Votes 

16 

0.10% 


Num. Report Precinct 21 

- Num. Reporting 21 

100.00% 

REP in GEN CT 24th Middle 

DEM 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

4562/3827 

119.2 % 

Total Votes 

4104 


DAVID M ROGERS 

2374 

57.85% 

JENNIEER A ERIES 

1721 

41.93% 

Write-in Votes 

9 

0.22% 


REP in CONGRESS 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

16845/14751 

114.2 % 

Total Votes 

14749 


KATHERINE M CLARK 

14673 

99.48% 

Write-in Votes 

76 

0.52% 


REGISTER of PROBATE 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

16845/14751 

114.2 % 

Total Votes 

12950 


TARA E DeCRISTOEARO 

12891 

99.54% 

Write-in Votes 

59 

0.46% 


COUNCILLOR 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

16845/14751 

114.2 % 

Total Votes 

12763 


M.M. PETITTO DEVANEY 

12623 

98.90% 

Write-in Votes 

140 

1.10% 


SEN in GENERAL COURT 

DEM 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

16845/14751 

114.2 % 

Total Votes 

14271 


CINDY E ERIEDMAN 

14188 

99.42% 

Write-in Votes 

83 

0.58% 


REP in GEN CT 23rd Middle 

DEM 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

12283/10924 

112.4 % 

Total Votes 

10747 


SEAN GARBALLEY 

10669 

99.27% 

Write-in Votes 

78 

0.73% 


SEN in CONGRESS 

Number of Precincts 

Precincts Reporting 

Times Counted 

Total Votes 

REP 

Total 

21 

21 

1154/1557 

1147 

100.0 % 
74.1 % 

SHIVA AYYADURAI 

505 

44.03% 

KEVIN J O'CONNOR 

621 

54.14% 

Write-in Votes 

21 

1.83% 


REP in CONGRESS 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1154/1557 

74.1 % 

Total Votes 

943 


CAROLINE COLARUSSO 

919 

97.45% 

Write-in Votes 

24 

2.55% 


COUNCILLOR 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1154/1557 

74.1 % 

Total Votes 

146 


Write-in Votes 

146 

100.00% 
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Num. Report Precinct 21 

- Num. Reporting 21 

100.00% 

COUNCILLOR 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

11/21 

52.4 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


Registered Voters 32436 - Cards Cast 18028 55.58% 


SEN in GENERAL COURT 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1154/1557 

74.1 % 

Total Votes 

135 


Write-in Votes 

135 

100.00% 


Write-in Votes 


Write-in Votes 


REP in GEN CT 23rd Middle 

REP 




Total 



Number of Precincts 

16 



Precincts Reporting 

16 

100.0 

% 

Times Counted 

890/1218 

73.1 

% 

Total Votes 

94 




94 100.00% 


REP in GEN CT 24th Middle 

REP 




Total 



Number of Precincts 

5 



Precincts Reporting 

5 

100.0 

% 

Times Counted 

264/339 

77.9 

% 

Total Votes 

32 




32 100.00% 


REGISTER of PROBATE 

REP 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

1154/1557 

74.1 % 

Total Votes 

119 


Write-in Votes 

119 

100.00% 


SEN in CONGRESS 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

11/21 

52.4 % 

Total Votes 

10 


Write-in Votes 

10 

100.00% 


SEN in GENERAL COURT 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

11/21 

52.4 % 

Total Votes 

3 


Write-in Votes 

3 

100.00% 


REP in GEN CT 23rd Middle 

GRN 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

8/16 

50.0 % 

Total Votes 

3 


Write-in Votes 

3 

100.00% 


REP in GEN CT 24th Middle 

GRN 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

3/5 

60.0 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


REGISTER of PROBATE 

GRN 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

11/21 

52.4 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


REP in CONGRESS 

Number of Precincts 
Precincts Reporting 
Times Counted 

Total Votes _ 

Write-in Votes 


GRN 

Total 

21 

21 100.0 % 
11/21 52.4 % 

_4_ 

4 100.00% 


SEN in CONGRESS 

Number of Precincts 
Precincts Reporting 
Times Counted 

Total Votes _ 

Write-in Votes 


LIB 

Total 

21 

21 100.0 % 
18/59 30.5 % 

_ 1 ^_ 

18 100.00% 
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REP in CONGRESS 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

18/59 

30.5 % 

Total Votes 

13 


Write-in Votes 

13 

100.00% 


COUNCILLOR 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

18/59 

30.5 % 

Total Votes 

12 


Write-in Votes 

12 

100.00% 


SEN in GENERAL COURT 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

18/59 

30.5 % 

Total Votes 

11 


Write-in Votes 

11 

100.00% 


REP in GEN CT 23rd Middle 

LIB 

Total 


Number of Precincts 

16 


Precincts Reporting 

16 

100.0 % 

Times Counted 

13/46 

28.3 % 

Total Votes 

9 


Write-in Votes 

9 

100.00% 


REP in GEN CT 24th Middle 

LIB 

Total 


Number of Precincts 

5 


Precincts Reporting 

5 

100.0 % 

Times Counted 

5/13 

38.5 % 

Total Votes 

2 


Write-in Votes 

2 

100.00% 


REGISTER of PROBATE 

LIB 

Total 


Number of Precincts 

21 


Precincts Reporting 

21 

100.0 % 

Times Counted 

18/59 

30.5 % 

Total Votes 

11 


Write-in Votes 

11 

100.00% 
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